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Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-07 MED-03 /029 W 

127249 201644Z/43 

R 201055Z JUL 77 
FM AMCONSUL STUTTGART 
TO SECSTATE WASHDC 3712 
INFO AMEMBASSY BONN 


UNCLAS STUTTGART 1239 


E. O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, GW 

SUB J : FDA ADVISORY - RECALL B-012-7 (HBSAG POSITIVE) 
REF: STATE 130061 


CONGEN STUTTGART INFORMED CONSIGNEE (BOEHRINGER MANN- 
HEIM AND BIOCHEMICA WERK TUTZING OF BOEHRINGER) OF 
TEXT OF REFTEL. CONGEN RECEIVED FOLLOWING REPLY FROM 
BOEHRINGER: 


1 . BOEHRINGER HAD ALREADY BEEN INFORMED BY MUEHLBAUER 
(GERMAN IMPORTER) PER TELEX OF MARCH 28, 1977 THAT 
SHIPMENT HBSAG WAS POSITIVE. QUOTING MUEHLBAUER: 

CONTAINERS 1-81 SHOW EVIDENCE OF HBSAG BEING POSITIVE 
UPON RETEST OF POOL, CPM 988 VS. CUT OFF OF 153. CON- 
TAINERS 82-167 ARE NEGATIVE FOR HBSAG. 

2. ON THE BASIS OF THIS TELEX BOEHRINGER CONSIDERED THE 
TOTAL SHIPMENT OF CONTAINERS 1-167 HBSAG POSITIVE. 

BOEHRINGER IN RETURN HAS CONTACTED MUEHLBAUER. MUEHLBAUER'S 
ANSWER: BEGIN QUOTATION 

REFERRING TO OUR LETTER OF JUNE 23, 1977 AND OUR PHONE 
CALLS WE ACKNOWLEDGE THAT MR. CHEYNE, PRESIDENT OF BPC 
WEST CHESTER CONTACTED FDA AND FOUND OUT THAT SECSTATE'S 
TELEGRAM WAS FORMULATED BY MISTAKE BECAUSE OF A COMPUTER 
ERROR. THE FACT IS THAT ONLY CONTAINERS 1-81 (BPC CHARGE 
NO. 506/1) 245,5 1 RIA ARE POSITIVE FOR HBSAG. 
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AS ALREADY MENTIONED IN OUR TELEX OF MARCH 28, 1977 ONLY 
CONTAINERS 82-167 ARE NEGATIVE IN RIA-TEST. ACCORDINGLY 
YOU MAY WISH TO INFORM FDA AS MR. CHEYNE WILL DO, THAT 
A CORRECTED MESSAGE SHOULD BE SENT BY FDA. END QUOTATION. 
THE PLASTIC CONTAINERS 1-81 BPC CHARGE NO. 506/1 ARE 
QUARANTINED WITH BOEHRINGER MANNHEIM. THEY WILL GET THE 
DECISION FROM MUEHLBAUER WHETHER THE SHIPMENT IS TO BE 
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RETURNED TO BPC OR DESTROYED BY BOEHRINGER. BOEHRINGER 
CONSIDERS CONTAINERS 87-167 NORMAL AND NOT COVERED BY 
RECALL. 

JENKINS 


UNCLASSIFIED 
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